Some railroad stations, stores, and other public build-
ings have escalators,* or moving stairways. The steps
flatten out at the bottom and top of each flight. Place
your feet well on the step of the escalator, away from
the crack, so that you will have a firm place to stand
when the step rises. The side of the escalator, except the
belt along the top, does not move. If you held to the
stationary side, you would be pulled backward. When
you reach the top, be ready to step on the floor and out
of the path of people behind you. Going down, be care-
ful not to slide into those ahead of you.
Watch your step. Do not crowd. These are two good
rules to follow when you are at the movies, other
theaters, and public auditoriums.
Public buildings should be made of fireproof ma-
terial and kept in such good condition that they are
not likely to burn. Not many fires start in public build-
ings. Yet, if a fire should begin, there must be ways for
people to get out of the building quickly and safely.
By law a certain number of exits must be provided and
marked. The number varies with the kind of building
and its size. Usually the word "Exit" in red letters is
placed over exit doors and entrances to stairways. Even
in daylight the exit sign may be lighted.
Should you ever smell smoke or see flames when you
are in a public building, look for the nearest exit and
walk to it. Do not run. Panic breaks out when people
become excited and try to run. Keep your head and
get out as soon as you can without running.
NEW BUILDINGS AND VACANT HOUSES
Most boys like to watch the men who are working on
new buildings. If you are watching, keep out of the way
and stand where nothing will fall on you. Look out for
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